UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CASE NO. 


IL / JLOQ/7 

OFFICIAL WARNING violator 



The Department of Agriculture has evidence that on or about January 18, 2012 you or your organization 
committed the following violation of Federal Regulations: 


9 CFR, SECTION Failure to 


2.40 (b)(2) • Establish and maintain adequate veterinary care that includes 

the use of appropriate methods to prevent, control, diagnose, 
and treat diseases and injuries, and the availability of 
emergency, weekend, and holiday care. 

(A dead chinchilla found in an enclosure housing three live 
chinchillas had not been identified by the licensee.) 

2.40 (b)(3) • Establish and maintain programs of adequate veterinary care 

to include daily observations and frequent communication 
with the attending veterinarian to convey information on 
problems of animal health, behavior, and well-being. 

(During inspection of the animals and facilities a dead chinchilla was 
observed in the enclosure housing three other live chinchillas.) 


Titles 7 & 9 Code of Federal Regulations were promulgated to help prevent the spread of animal and plant pests and 
diseases and assure the humane treatment of animals. Since violations of the regulations can have serious and costly 
impact detrimental to the public interest, you are warned of this violation. Any further violation of these regulations may 
result in the assessment of a civil penalty or criminal prosecution. If you have any questions concerning this warning or 
violation, please contact the listed APHIS Official. 
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